1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 


BILL NO. S-73-ll'“^/ 


SPECIAL ORDINANCE NO. S- /3/~7Z3 

AN ORDINANCE approving a certain bid 
document with TRI-STATE PLUMBING for 
ten (10) fire hydrants for City Utilities 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. A certain bid document ref. no. 375 dated 
October 26, 1973, between the City of Fort Wayne, by and through 
its Mayor and City Utilities and TRI-STATE PLUMBING, for: 

10 Waterous Fire Hydrants, Model WB-67 

w/6" M.J. Bell Inlet, w/Rubber Gaskets 
Lead Tipped, Open Left O-Ring Packing, 

1 1/2" Pentagon Operating Nut, one 4 1/2" 

Pumper, two 2 1/2" Hose Connections, 

Nat'l Std Pipe Thread, Ground Flange 
for 5 1/2' Trench. 

Additional Barrel Length and Traffic 

Type $2,159.00 

as more specifically set forth in said bid document ref. no. 375 

and City Utilities Purchase Order No. 2343 which are on file in 

the office of the Department of Purchasing, and are by reference 

incorporated herein and made a part hereof, is hereby in all 

things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 



Read, the first tine in full and on mo Iron by , seconded cy 

, and duly adopted, read the second tine by title and referred 


to the Co mmi ttee on 


1 




"(and the Cily^ Plan 


7 r 

or recommendation) and Public Hearing to be held ax' ter aue legal notice 




Lhanbers, Urty-bounty Jlui'ldingy'ForL Ifeyney Indianay-on- 

“ "T37? 


_day of 


y ~2ru^ 


oInl©-sh-P-airp-E;S-. T 
Date: 



Vp-t t> y 



seconded by 


7-i.A ^ust) 


, and duly adopted, placed on its passage. 


Passed (LOST) by the following vote: 


AYES 


MYS 


1B3TAINSD 


ABSENT 


xo-Wit : 


BURNS 

HINGA 

KRAUS 

MOSES 

MJGKOLS 


STIER 
TALARIGO 
DATE: 



// '27-77 



CITY. CLERK 


Passed and adopted by the .Common Council of the City of Fort tfeyne, Indiana, 

w _ 355c 

(Resolution) Mo, . , / 2 / ~ 7273- or 


as (gefflmg-Sfeq j) (Cansral) ( fl rm r m ifion) (Special) (A^^^^djci Ordinance 


on une . 



..-day of / - - , 197 

~ 7 " - . " -h ■ - 




-.Till 


. 


OFFICER 


CITY CLERK 


Presented by me to the Mayor of the City of Fort WyS^*lndiana, on 


day oi 


7 ■< - . . 3S 8Ss * W _ SB i 5 I T**: 1 —'I — — "I_ — ~ 

hey2l_. 

19 7- : > at the hour o 7 77 ° 1 clock 


_M,,E,S„T. 



CITY CLERK 


Aooroved and signed by me this 




_day oi 




197f 


7v ' iHJ , , 

at the hour of “ o'ciocr 




J-L,E.S-T- 



S-73-11-41 


Bill No. 


We 9 your Committee on 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

City Utilities to whom was referred an Ordinance 

approving a certain bid document with TRI- STATE 

PLUMBING for ten (10) fire hydrants for City 

Utilities 





have had said Ordinance under cs^gsideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 


Paul M. Burns - Chairman 

William T. Hinga - Vice-Chairman 

Vivian G. Schmidt 


Donald J . Schmidt 


Eugene Kraus, Jr. 





DATE_ 


HADE A HATTER OF RECORD 

HARLES W. W ESTEEM AN, CITY CLElK 


THE CITY OF FORT WAYNE 

board of public works 

October 30 , 1973 


The Common Council 
Fort Wayne, Indiana 

Gentlemen and Mrs. Schmidt: 


Attached are copies of Purchase Orders for the following: 

^ P.O. 2343 - for ten (10) Fire Hydrants at $2,159.00 

P.0. 2331 - for nine (9) Transformers at $2,793.00 

Due to usage this past month of ten of the thirteen hydrants in stock, 
the Board deems it advisable to request "Prior Approval" to order said 
hydrants immediately. 

Also, we would appreciate "Prior Approval" of the ordering of trans- 
formers to replenish our stock. 

We shall process the purchase orders and forward to Council November 
13, 1973 for formal introduction and Ordinance Number. 



JDB/ss 

Attachments 




,©DW ®IF F0U3T WM K3[ 


ORIGINAL 

PURCHASE ORDER NO. 


2343 


r 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Tri-State Plumbing 
I 120 Taylor St. 

Ft. Wayne, Indiana 


This number must appear on each pack 
age, packing slip, invoice, bill '6f lading 
press receipt and correspondence. 


L 



S H i P TO 


Water Construction 
Sherman & Pape 
Ft. Wayne, Indiana 


MAIL ALL 


INVOICES TO ■ 
CITY UTILITIES 


GEMERAl ACCOUNTING 
4th FLOOR CITY - COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

RECEIVED 


QUANTITY 

ORDERED 


DESCRIPTION 


ACC’T. OR 

W.O. NO. 


UNIT PRICE 


! Oea 


Waterous Fire Hydrants 
M. J . Bell Ini et, w/Rubber 
Open Left. 0-Ring Packing, . 2 
Operating Nut, one 4^ n Pumper, 
Hose Connect ions g 
Ground Flange for 


WI54.2 

Mode! WB-67 w/6” 

Gaskets Lead Tipped, 


l| f ' Pentagon 


Two 


24-» 


Z 

Nat 1 I Std Pipe Thread, 
5| f Trench. 


Additional Barrel Length §nd Traffic Type 


204.00 

11.90 


Additional Length $5.10 
Traffic Type 6.10 

$ 1 I-. 90 

SUBJECT TO COUNCILMAN LC APPROVAL 


Per Quote # 375 


ATTENTION 

i r ~\<- \ r, ■■ / O i C© 5 lO . p 

Send Ah Fioor. CW;Cou^ 

1 £• 4-6 


I 

-a » 

Recounting 


SB/ I e #3215 


. Indiana 

Port V\/a. yno, “ 

Show P. O. Number on 

and invoice. 


02 

iing SUP 


2040 
I 19 


2 159 


00 

00 


00 


NOTE: TERAAS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWI5E^_J% CASB^ISCOUNT ‘^VILLBE TAKEN 


BY_ 


M 


CITY UTILITIES PURCHASING A^ENT 


snaJ£CT TO CONDITIONS ON REVERSE SIDE 


TOTAL COST: 


Fire Hydrant Bids 
Bid #375 

December 27, 197^ 


Tri-State Plumbing 

215.90 


Kennedy Valve 

218.65 

$ 2186.50 

Traverse City Iron Works 

216.38 

$ 2163.80 




f r . 
it U 


// 


/ 

fa 


T*** 


t.. , 


w >(*.'• \- i**\ 



Memorandum 


COPIES TO: 


Tn Mort Mendel. General S U pt. 

From Water Construction Dept,, 
Subject Useage of Fire Hydrants 




Date Qet . 


Listed below is useage of fire hydrants since September 18, 
1973 - date of our last report and Requisition. 


Work Order # 

Address 

Reason for Installation 

62882 

Hoagland & Lennox 

Obsolete - A.P. Smith 
Installed 1929 

62905 

1635 Broadway 

Hit by Auto 

62916 

Maumee & McCullough 

- Obsolete - Matthews 
InstaL led - 1892. 

62921 

Pontiac & Colisium 

Hit by Auto 

62S>92 

62^92 

By-Pass 30 

It! 

New Installation 

H 

62936 

516 Corwin Lane 

Obsolete - Rennsalaeur 
Installed 1956 

62858 

End of Gates Drive 

Obsolete - out of order 
Installed - 1926 

62935 

Winchester South 
of Allison 

Hit by Auto 

62949 

S. Calhoun & 
Branning 

Obsolete - out of order 
Michigan installed 1934 


"otal of 10 hydrants used 


On hand at present - 3 each 

we have Work Orders for replacement of hydrants on hand of 
7 each. 


-%;U u U WU' U' wlili 1-i UU i/'u U uUli 


PURCHASE ORDER NO. 


2331 


r 


L_ 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY— COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


National Mill Supp ly 
5501 Distribution Drive 
Ft. Wayne, Indiana 





This number must appear on each pack 
age, packing slip, invoice, bill of lading 
express receipt and correspondence. 

Oct. 29. 1975 


?jf*i 


J 


o 

*31 





SHIP TO 


Light Construction 
1701 S. Lafayette St, 
Ft. Wayne, Indiana 



MAIL ALL INVOICES TO — 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA. 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

RECEIVED 


QUANTITY 

ORDERED 


IS DESCRIPTION 


50KVA Transformers for pole mounting, 
2400/4160 to 277/480 Volts, single 
phase, 60 cycle, with. 2-2$ taps; u above 
and below normal. 0t I -ft Med 
A2552A25AA 465,00 Less,. 24 Disc. 

25KVA Transf ormers, same description as 
above A2552A50AA 295.00 Less .24 Disc. 


SUBJECT TO C0UNCI LMAN I C APPROVAL 
Quoting West i nghouse Transformers 


Per Bid # 314 


SB/ I e #73-287 


ATTENTION! 

Ssfid til! Invoices to General Accounting 
4th Floor, City-County Bldf 
1 E. Main St. 

Fort Wayne, Indiana 46802 
Show P, o. Number on Packing Slip 
and Invoice. 


acc t. or 
W.O. NO. 


E 154.02 


UNIT PRICE 


353.40 


224.20 


2120 


672 


40 


.60 


2793 


.00 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE^2% CASl/^ISCOUN ' BE TAKEN 


BY. 


CITY UTILITIES PURCHASING /GENT 


i;m igcr TO CONDITIONS ON REVERSE SIDE 




Transformers Bids - Bid #31 
December 13, 1972 

1 4 

50. KVA 

25 KVA 10TAL 

25 KVA CQST 

1 

General Electric Co. 

Mult. .81 „ 

Discount .19% 

376.65 

238.95 $2,976.75 

• ' } 

National Mill 

Milt. .76 

Discount . 24 

353.40 

V 

224.2o{$2,793.0G 

McGraw Edison 

No Bid 

4 . 

j 

Central Moloney 

Mult. .81 

Discount * .'19% 

376.65 

< 

238.95 $2,976.75 

Westinghau.se Supply 

Mult. .81 

Discount . 19% 

Until 6-30-73 

376.65 

.238.95 $2,976.75 

H.K. Porter Co.,Tnc. 

Mult. .85 

Discount .15% 

395.25 

250.75 $3,123.75 

•• '* 

R- T . E . Corporation 

25 KVA .81 Mult. 

50 KVA -.81- Mult. ■ • 

376.65 

% 

238.95 $2,976.75 

! 


~~ // b'~~ $ ■ 


We require that the successful bidder carry a reasonable 
quantity of transformers in a warehouse stock, located close 
enough to Fort Wayne, that delivery can be guaranteed within 

48 hours of request, The— quantities— an d-siue s_of the transformers 

to be sq__stoeked“~wiil be determin 

rve the right to negotiat 
he bid opening has been h< 




The price after negotiating is a discount of 24* of use 


a multiplier of .76 * 




i 


^ 73 -. /A y/ ; 

ViVEE OF ORDINANCE ci tv utilities P.O. #2343 to Tri-State Plumbing for Fire Hydrants 

i 

* 

D E:\V\GTMENT REQUESTING ORpiNANCE__ Board of Public Works. _ 

SYNOPSIS OR ORDINANCE To cover the cos t of 10 waterous fi re hydrants 

from Tri -State. Plumbing. Fire hydra nts wil l b e used as rep lacements for those ‘ 

obsol ete hydra nts 1 isted on the attached she et. • 


( Spp Prior Approva l L etter Attach ed) 


NFECT OF PASSAGE Purchase of new hydrants to replace obs olet e and damaged 

hydr ants. . • : 


OF RON '-PASSAGE Mo replacement of' hydrants 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) 


Total C ost to C ity Util i ties: $2 ,159.00 



/ss 


